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l-,ccjer Cady from: Grant Saviers 

Jim O^Loughlin 

FDP'™11 Design Review Coiranittee 


1. Edqf- delays and pulse circuits as used in the PDP-11 _ 
\-ere discussed. It was pointed out that c\irrent limiting is 

required on edge delays. 

2. A ca''-eful worst-case analysis of all pulse circuits 

is recvired. Special attention should be paid to temperature 
stability and differences between "compatible" TTL sources. 
Dick Pet."t pointed out that signetics and TI gates have quite 
different (although within specification) characteristics. 

3. In general the committee approves of the documentation 
to be provided as "logic prints". The block circuit concept 
seems reasonable if a wire list is provided in the print set. 

4. Jiir. O'Loughlin agreed that a presentation of the proce-ssor 
organisation will be'^made before the committee goes "signal 
chasing" on the prints. 
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